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Physicians Insurance Company of Ohio 
American Physicians Life Insurance Company 
SMB Financial Planning, Inc. 


Q: 

What do these three companies 
have in common? 

A: 

Dependability. Accountability. 

And a proven commitment to members 
of the Ohio State Medical Association. 

As your personal and professional situations change, so can your 
requirements for specialized protection. 

PICO and its subsidiaries have been formed to serve your insurance 
and financial planning needs. 

We understand your concerns.. .and we can solve even the most 
complex challenges in professional planning. 


fto 

Physicians insurance Company of Ohio 

Professional liability coverage 
offering primary and excess 
protection at the limits you 
require. When combined with a 
PICO homeowners and auto 
policy and PICO office protection 
plan, you will have a convenient, 
comprehensive insurance 
package. 



WAMERICAN PHYSICIANS LIFE 

Individual protection for your life, 
health and business insurance 
needs. APL also offers group 
insurance protection, investment 
plans, and pension and profit 
sharing plans designed for 
physicians and other select 
markets. 


ig i SMB 

Financial Planning, Inc. 

Expert financial planning 
services for successful 
professionals. SMB's highly 
individualized approach assures 
that the direction and control of 
your financial goals remain firmly 
in your hands. 


Call or write us for further information... or contact your agent. 

HOME OFFICES: BATES DRIVE. P O BOX 281. PICKERINGTON. OHIO 43147 
(614) 864-7100 OR TOLL FREE 1-800-282-7515 
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" ...Some types of (life insurance) policies 
are such appealing shelters that cash-rich 
investors pump their money into them instead 
of municipals or mutual funds. What's more, 
this protection is not endangered by provisions 
in the tax bills under consideration by 
Congress... " 


NEW YORK TIMES 


& 


AMERICAN PHYSICIANS LIFE 


TA\M ASTER 


WATCH YOUR MAIL TOR A SPECIAL MESSAGE 
FROM AMERCIAN PHYSICIANS LIFE EXPLAINING 
HOW YQU CAN PERSONALLY BENEFIT FROM THIS 
EXCITING'NEW CONCEPT IN FINANCIAL SERVICES 
THAT HAS BEEN DESCRIBED BY ANOUILH LEADING 
FINANCIAL PUBLICATION AS "1IIIS YEARS HOTTEST 
TAX SHELTER." 


For more information, contact 

THE GLUCK INSURANCE AGENCY 
2901 Market Street 
Youngstown, Ohio 44507 
(216) 788-6577 
Toll Free 
1 - 800 - 362-6577 
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V\fe Still Make 

House Calk 


Community Mutual 
feels the best, most 
up-to-date service 
isn’t always at 
the other end of 
a phone line. 

That’s why, at your 
request, our Profes¬ 
sional & Provider 
Relations representa¬ 
tives will personally visit 
your office to discuss policies 
and procedures with you 



or your office staff. 

If you prefer calling 
us, we do our best 
to answer your 
question or solve 
your problem in 
that first single 
telephone call. 

Our goal is to help 
you provide all of your 
patients-and your prac¬ 
tice-with the very best of 
personalized service. 


Professional & Provider Relations- 
Your Partners In Service 


For medical claims or payment questions, call1-800-282-1016. 

For dental claims or payment questions, call1-800-282-1730. 

For information on policies or procedures, contact our representative in your area: 

CantonArea ClevelandArea DaytonArea ToledoArea 

(216)492-2151 (216)642-0955 (513)228-8710 (419)249-7400 

Cincinnati Area CdumbusArea LimaArea Youngstown Area 
(513)872-8381 (614)433-8686 (419)228-3457 (216)783-9800 


COMMUNITY MUTUAL 



Blue Cross. 
Blue Shield. 


Ask us about Community Preferred, the new benefits option 
Ohio employers have been asking for. 


® Registered Marks Blue Cross and Blue Shield Association. 
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WE MUST HAVE UNITY 

As I sat down each time to write this article, I never had problems with finding 
a subject. It seems that as a profession we are being besieged on numerous fronts. 
Included are the malpractice situation, medicare problems, PRO rulings, third 
party payers and how to deal with alternative delivery systems. I mentioned in my 
first article of the year that if we are to have any effect on these issues we must have 
UNITY. In this regard, I also mentioned earlier that I was interested in finding a 
legal method of collectively bargaining with alternative delivery plans. 

When a large insurance company approaches one of us, they have a distinct 
advantage. We sit there with a contract to join an HMO or PPO panel and no way 
of determining if it is a good contract. Even if we send it to OSMA to have it 
evaluated and they point out some bad features of the contract, we have no way of 
getting the insurance company to change the contract. We either sign it or decide 
to pass. In this area our choice of what to do is quite limited. If we decide to just 
sign all contracts, we will, in effect, be promoting and giving a competitive 
advantage to the least expensive product. What happens is that the company that 
pays us the least will have just as many physicians on its panel as the company 
which pays us the most. Thus, since they are paying out less, they will be able to 
reduce their premium to the subscriber. Then to match this and be competitive in 
the market place, the company who pays us the most will have to start reducing its 
payment to us. Therefore, by signing all contracts, we will in the long run be 
reducing our income. On the other hand, if we decide to sign no contracts, we will 
be causing the patients to shift to those physicians who do sign. The Society could 
form a negotiating committee. This may result in better contracts. However, it 
could not bind physicians without antitrust risk. A union could be formed to 
negotiate. Again there would probably be an antitrust challenge. This all brings 
us back to the fact that we only have two choices. We either sign the contract or we 
don’t sign it. 

Those of you who attended the last Society meeting heard a possible way 
around this situation. Our speaker, Ronald Waldheger of McDonald, Hopkins and 

(Continued on Page 244) 
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Editorial: 


THE ETHICS OF HIPPOCRATES 

Before embarking into any field of interest, philosophical ground work is laid, and the 
main tenets are followed. Deviations from this often mean the collapse of the whole system. 
In the case of the United States, it is our Constitution that holds our basic fabric of life 
together. In medicine we rely on the “Oath of Hippocrates.” The conduct and ethics of our 
profession still stands today, though many feel that we have outgrown it in the modem age. 

Hippocrates was bom in 460 B.C. descending directly from Hercules as well as from 
Esculapius. He studied medicine from “all” the great teachers and was able to travel 
extensively throughout the Greek world. Famous accounts of his life included the curing of 
a Macedonian tyrant of the malady of love, driving out the plague from Athens by lighting 
fires in the public squares, refusing to go to Persia to treat the King, and finally dying at 
approximately 85-90 years of age. Descriptions of his tomb in Thessaly as late as the second 
century A.D. revealed that it was a haven for bees. As legends go the honey of the bees that 
swarmed there was said to be healing to the mouth, tribute to the man who, according to 
Celsus, “was as eminent for eloquence as for knowledge. Even Galen, the legislator of 
medicine, wrote of Hippocrates as the ideal physician “who with purity and with holiness his 
life and practiced his art.” Though much of his writings were probably more legend then truth, 
the practice and art of medicine could still be reflected in his soul, and reflected admirably 
his origins to the God of Healing. 

The Oath itself starts by praying to our physician origins, the gods and goddesses that 

give us our healing powers as well as our professors who are held in the same reverence as 

our parents. The knowledge gained by this is to be taught to other physicians, brothers in the 

art, without fee or stipulation, and also to be passed on to our children and disciples, but to 

no others. I guess this means that all atheists and agnos tics need not bother to apply to medical 

school, and while we are on the subject, the thousands of dollars we spent on medical school 

should be refunded. Also, lets cancel TV programs, radio messages, lay press articles, and 

other public documents, since the information in medicine was never intended to be outside 

the profession. _ „, ,, 

(Continued on Page 244) 
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Editorial: (Continued from Page 243) 

The next section describes the conduct of the profession to follow a regimen that is 
considered beneficial to patients according to good judgement and ability; abstaining from 
systems that is whatever deleterious and mischievous. It directly inhibits abortions. It then 
slates that physicians characters should be beyond reproach. When surgery or house calls are 
made, no mischief or corruption should be attempted nor seduction of females or males 
presumably in these households. Most of these tenets are true even for today. The only real 
argument comes with the abortion issue. Maybe another phrase could be added stating that 
abortions are not to be performed only if you feel that it should not be done! 

The final section states that thou shalt not “tattle” on thy fellow physician. Mistakes 
should be held in secret. I wonder, does this stand up in court? 

Well, thereyouhaveit. The ethical beginnings of our profession. Has it gone out of date, 
or have we somehow drifted from solid tenets and been brought back to the original 
meanings? During this holiday season let us all reflect on the goodness and holiness of our 
beginnings. 

Brian S. Gordon, M.D. 


Desk Of The President: (Continued from Page 242) 

Hardy, suggested an entity called an Independent Fractice Corporation. In effect what 
we would do is form one or two large group practices in the county. These practices are only 
to handle our PPO and HMO income. The only contract with insurance companies would 
be with this group practice corporation. We would not sign individual contracts. Since our 
corporation would be presenting the insurance company with a large panel of physicians, it 
will or should be able to negotiate better contracts. This will also result in the patients having 
a free choice of physicians. Economically the insurance company will pay only our 
corporation. Individually we will be reimbursed from our corporation. Of course, there will 
be expense associated with handling the claims. However, this should be small per physician. 
A hundred or more physicians will be sharing the expense of only a few secretaries. 

I am sure that as soon as the members finish reading this that there will be a multitude 
of questions and objections. It is an idea in its infancy. However, it deserves investigating. 
Several of these corporations are already in existence in the Cleveland area. We need to find 
out more about how they operate and what they cost to operate. We need to find out if they 
truly benefit the physicians and patients. The bottom line, as they say in the business world, 
is that we must be able to have some leverage as to what is in the contracts we are signing with 
insurance companies. I am planning to have a speaker for the December Society meeting who 
will explain to us just what is in these contracts and why we should not just blindly sign them. 

As I conclude my year as your president, I would like to thank Council for its support. 
I would point out to the membership that this year’s Council was diligent in their duties. 
Council meetings were well attended and there was good imput by all Council members. We 
did have one short fall. At the annual OSMA meeting, we did not have a full delegation. This 
is extremely important. It is at the state level that our ideas and programs have the greatest 
chance of being put into effect. Therefore, I must remind anyone who is elected to be a 
delegate or alternate delegate that it is one’s obligation and responsibility to attend the annual 
OSMA meeting. I would also like to point out that, for whatever reason, we had a sizable 
increase in attendance at the Society meetings. Many of you may not feel it is important to 
attend. However, your attendance is very important By a show of force at meetings, the 

(Continued on Page 247) 
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CALLING CARD- 


MEDICAL PROFESSIONAL LIABILITY INSURANCE 



Only your medical practice should be a challenge to you... not 
the thought of malpractice insurance. 

Moreman-Yerian knows how to turn challenge to your advan¬ 
tage. When its agents present their calling cards, their 
message will be to the point: As representatives of The PIE 
Mutual Insurance Company, they can offer you the broadest 
forms of competitively-priced medical professional liability 
coverage. They'll also tell you that PIE Mutual writes high 
limits. 

Pie Mutual’s only business is medical professional liability in¬ 
surance. And PIE Mutual is the only medical professional 
liability insurer in Ohio owned and governed by its member- 
physicians. 

PIE Mutual-represented in northeast Ohio by The Moreman- 
Yerian Company. This company's calling card is worth 
making time for. 


Moneman- 

\ferian 


The Moreman-Yerian Company 
9251 Market St., Box 3728 
Youngstown, OH 44512 
(216) 758-4571 



PIE MUTUAL INSURANCE COMPANY 
100 Erieview Plaza-15th Floor 
Cleveland, OH 44114 
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Office Supplies 
Business Furniture 
Data Supplies 

DeBALD 6> CO., INC. 

FOR PROMPT SERVICE PHONE 746-0597 

1300 Wick Ave. • P.O. Box 6085 • Youngstown, OH 44501 



BOARDMAN HEARING AID SERVICES 

6251 Market Street • Marwood Office Center 
Youngstown, Ohio 44512 

• Service Available Six Days Weekly 
• Trial Fittings 

• At the Door Parking 

E.* R. JONES PHONE: 758 7345 Q. L. CLUSE 



Disability 

Isn't Only Physical. It's Financial. 


Your health isn't the only casualty 
of unexpected disability Your in¬ 
come suffers too And financial 
headaches are the last thing you 
need when you're disabled 
You may not be able to prevent a 
disabling accident or sickness But 
you can protect your financial 
security with Disability Income 
Insurance It provides a steady, con 
tinuing income when you can't 


Stillson and Donahay Agency, Inc 'Endorsed by the Mahoning County Medical Society 


As a member of the Mahoning Stillson and Donahay Agency. Inc 

County Medical Society, you can Bank One Building 
apply for coverage that can be PO Box 5200 

more economical than an individual Poland. Ohio 44514-0200 
policy. For more information on (216) 757-3726 
Disability Income Insurance, in¬ 
cluding costs and what is and isn't 
covered, contact 

4^ Continental 
Jt Insurance- 

commercial Insurance Company of Newark, N.J. 
80 Maiden Lane, New York, N Y 10058 


Stillson 

^Donahay 

AGENCY. INC. 
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Desk Of The President: (Continued from Page 245) 

membership gives support to the officers and prompts them to work harder. By showing that 
you are interested, you give an added incentive to the members of Council. Again, thanks to 
all for giving me the honor of serving you this past year. 

G. Robert Barton, M.D. 

President 

PROCEEDINGS OF COUNCIL 
Nov. 10,1987 

The regular meeting of the Council of the Mahoning County Medical Society was held 
Tuesday, Nov. 10, 1987 at Antone’s Restaurant in McKay Court. 

The meeting was called to order at 7:00 p.m. to facilitate the completion of the agenda 
in a reasonable period of time. A motion was made, seconded and passed to dispense with 
the reading of the October meeting minutes. 

The treasurer’s report listed seven (7) members who have not paid dues for 1987 and the 
Council was informed that registered letters will be sent to each of them to notify them of 
being dropped from the rolls of the Society. It was divulged that 187 members have paid dues 
for 1988 to date. A listing of the dues receipts and extra income for 1987 was presented by 
the treasurer and a bills list for the month. A motion was made, seconded and passed to pay 
each of the bills. 

Communications included: 

An invitation to an Interfaith Prayer Breakfast from Mayor Ungaro for Tuesday, Nov. 
17 at 7:30 a.m. was read. Dr. Slusher and the executive director agreed to represent the 
Society at the event. 

A notice from AM A that the Federal Budget Reconciliation Provisions have eliminated 
the relative value schedules and DRGs for physicians. 

An announcement from AMA concerning the pending Leadership Conference being 
held Feb. 12, 13, and 14 at the Chicago Marriott Hotel. The vice president usually attends 
this conference with the executive director. 

A Christmas card sales flyer from Alzheimer’s Disease and Related Disorders. Persons 
wishing to purchase the cards may call 533-3300. 

A resolution from the Massachusetts Medical Society declaring Massachusetts as an 
“undesirable location in which to practice medicine.” The Council approved a motion to 
present a resolution to OSM A supporting the Massachusetts Medical Society’s action and 
requesting a copy of the Council resolution be sent to the Massachusetts Medical Society. 

Announcement of the AMA 1988 State Health LegislationMeeting, January 6-9 at Palm 
Springs, California. 

A letter from Dr. Harold Chevlen decrying the fact that Dr. Raymond Catoline’s patient 
records were turned over to a local chiropractor and the chiropractor is charging patients $25 
to transfer the records to another physician. The executive director was instructed to contact 
the OSMA legal department to determine if such a fee is within the law. 

COMMITTEES 

The mini-internship committee reported another session is being anticipated with at 
least eight intem/participants and eight physician/faculty members. A date that is mutually 
satisfactory to the committee members will be selected for the committee meeting to finalize 
the details for the next session. 

The marketing committee announced it will have a meeting in early December to 
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BULLSEYE! 


You'll find what you need to put your 
office billing and accounts receivables 



ON TARGET 


Medical Services Bureau, Inc. Offers: 

• data input from your computer or from your office 
staff 

• data processing experts on staff 

• PHASED billing and COMPLETE collections 

• direct, electronic entry of WELFARE & MEDICARE 

• THIRD PARTY PAYOR forms and relations 

. DAILY BANKING, AGED TRIAL BALANCES monthly, 
open to independent audit 

• professional business management consultation 

• in-depth knowledge of CPT & ICDA codes 

• an office in your area if volume permits 

PRICE: Percentage of actual receipts per month or IF 
VOLUME IS HIGH AND FEES LOW, on a fee-per- 
account basis. 


For a personal visit at your office or our office on this 
service and OTHER elements of our company, phone 



Lynn Schantz, Sales Manager 
MEDICAL SERVICES BUREAU, INC. 
430 Grant Street 
Akron, Ohio 44311 
(216) 376-6801 


A business relationship you can be proud of! 
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consider suggestions that were presented at the October meeting of Council. 

The report of the Nominating Committee was presented to the Council and accepted, 
with the note that additional nominations may be made from the floor at the Society meeting 
Tuesday, November 17 at Antone’s. 

The Sixth District Councilor, Dr. Anderson, reported he will attend the OSMA Council 
meeting in Columbus on November 6-7. He stated the Massachusetts resolution will 
probably be discussed at great lengths. He noted there is some talk about changing the 
Saturday night schedule for the House of Delegates meetings and he requested the opinion 
of those present. Retaining the present schedule was the consenus. 

The executive director presented a copy of the advertisement that will run in the 
NEOUCOM yearbook and informed the Council it is a repeat of what was run last year, 
stating “We Were Part Of The Founding of NEOUCOM.” He reported that Project O.P.E.N. 
was presented and explained to the director of the Agency on Aging who will in turn present 
it to the agency’s board of director for approval of participation at that boards Nov. meeting. 

A proposal from Trade World Productions of Tampa. Florida to conduct a trade show 
for the Society was tabled until additional information can be obtained. 

A report of the budget committee was presented to Council. After a lengthy discussion, 
two budget items were approved but the total budget did not receive approval and will be 
presented for approval at the December meeting of the Council. 

It was announced that the next meeting of the general membership of the Society is 
Tuesday, November 17 which is the Nomination Meeting to select nominees for election in 
December for the offices of the Council. Speaker for the meeting will be member of the law 
firm of McDonald, Hopkins and Harvey of Cleveland with a topic “How to Deal With Third 
Party Carriers.” 

The meeting adjoured at 9:15 p.m. 

Robert B. Blake 
Executive Director 



tProsperous 9{ezv year! 
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Refer Your 
Patients to 

the Gentle 
Ones. 


brcaXt Care 
Centers, 

LOW DOSE MAMMOGRAPHY 
BREAST SELF EXAM INSTRUCTION 
NO APPOINTMENT NECESSARY 
QUALITY SERVICE 

Lloyd E. Slusher M.D. / Jon Molisky D.O. 

NORTHSIDE: 

510 Gypsy Lane 
Youngstown. Oh. 44504 
WEST BOARDMAN: 

725 Boardman-Canfield Rd. 
Youngstown, Oh. 44512 
EAST BOARDMAN: 

819 McKay Court 
Boardman.Oh. 44512 
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A.A. Detesco 


DR. ANDREW A. DETESCO IS DOCTOR OF THE YEAR 

Dr. Andrew A. Detesco Sr., native of Youngstown and a practicing internal medicine 
specialist, has been chosen the 1987 Mahoning County Medical Society “Doctor of the Year” 
and will be honored at the Society’s meeting December 15 at the Moonraker Restaurant. 

During more than 40 years of practice. Dr. Detesco has distinguished himself as the 
embodiment of the qualities and characteristics that bring respect to the medical profession. 

He served the local Medical Society in a variety of offices and was elected its president 
in 1958. During his term as president, he was instrumental in the establishing of the Society’s 
first full-time office and staff to further the multiple aspects of the medical profession locally. 

During his 40 years of service. Dr. Detesco has served on the active staff at Western 
Reserve Care System and on the courtesy staff of St. Elizabeth Hospital Medical Center. He 
has held every office on the WRCS clinical staff, including president in 1975-76. From 1943 
to 1945, he served as a Naval medical officer in the Pacific theater of operations. He has been 
on the teaching faculty at Northeastern Ohio Universities College of Medicine and served 
five years on the College’s admissions committee. 

Dr. Detesco is a graduate of the Rayen School, received his undergraduate degree from 
Western Reserve University and his medical degree from Marquette University School of 
Medicine in 1943. He has been in practice in Youngstown since his return from military duty, 
in 1945. 

He was among the organizer of the community-wide polio immunization program 
conducted by the Medical Society. He was involved in the development of the cancer 
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program at YHA(WRCS). He and his son have funded the Rose Detesco Cancer Memorial 
Program at the hospital that brings outstanding leaders in the treatment and diagnosis of 
cancer to Youngstown. 

Dr. Detesco was among the founders of the Hospice of Youngstown program which 
serves cancer patients and their families. 

Serving as a member of the board of directors of the Italian Scholarship League, Dr. 
Detesco has seen the organization grow to be a prime provider of scholarships for needy 
students. In 1986, Dr. Detesco was named the leagues “Man of the Year.” 

Dr .Detesco is a collector of rare and limited edition books, a direct result of his amassing 
a large library during his scholastic career. He is a photographic hobbyist and his own photo 
gallery chronicles the community history that has been part of his active medical life. 

He is a member of St. Christine s Church and for many years was a member and 
supporter of the original St. Joseph’s Church at Rayen and Wick Avenues. He has been a 
member of Ki wanis Club, the Veterans of Foreign Wars, and the Catholic War Veterans. He 
serves as a trustee of the Butler Institute of American Art and has been involved in fund¬ 
raising for the Ursuline Sisters and the Oblate Sisters. 

Dr. Detesco is married to the former Virginia Buttar and they have four children: 
Thomas, who is in practice with his father; Andrew Jr., Learose and Mark. 


l^Jemoriam 

MARVIN B. GOLDSTEIN 
1900 - 1987 

Dr. Marvin B. Goldstein, 87, died November 3, 1987 of a heart ailment in Heritage 
Manor. He was a dermatologist. 

Dr. Goldstein was bom in Youngstown, graduated from The Rayen School, He received 
his graduate and medical degree’ from the University of Pennyslvania. He interned at St 
Elizabeth Hospital Medical Center and took post graduate work at N.Y. Skin and Cancer 
Institute and at N.Y Post Graduate Hospital. He was on the staff at St. Elizabeth Hospital and 
Woodside Receiving Hospital and served the Mahoning County Tuberculosis Sanitarium. 

He was a member of the local Society, the Ohio State Medical Association, the 
American Academy of Dermatology, and was a president of the Pittsburgh Dermatological 
Assocation. 

Dr. Goldstein was a member of Rodef Sholom Temple and a 60-year and 32-degree 
Mason member of Hillman Lodge. He served in the Second World War as chief dermatologist 
at aNew Guinea naval base. He had tried to serve in World Warl by joining the Soldiers Army 
Training Corps but was out after a few months. His service in WWII was for 3-1/2 years. He 
received a special commendation from the Secretary of the Navy for his service in World War 
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ITEMS 

From the Exec's Desk 

ROBERT B. BLAKE, Executive Director 


It is that time of the year again when physicians must decide whether to be participating 
or non-participating in the Medicare Program. Decisions must be made on or before 
December 31, 1987. Whatever the decision made, the physician will have to live with it for 
a year, regardless of any changes in the law or change of physician circumstances. 

The AMA suggests some factors to be considered prior to making a 1988 participating 
decision. They are: Proportion of your patients who are Medicare beneficiaries. Your current 
participation status. Your current percentage of patients and dollars taken on assignment. 
Your 1987 experience with MAACs or the participating program. The difference between the 
1988 Medicare allowed amounts and your 1988 MAAC. Be aware that participating 
physicians are required to accept the Medicare allowed amount as payment in full in all cases. 
Non-Participating physicians have the option of accepting Medicare assignment on a claim- 
by-claim basis. Consider Medicare’s preferential treatment of participating physicians, 
including regulations that apply only to non-participating physicians. And your philosophi¬ 
cal position regarding the participating physician program. 

***** 

New Year’s Eve is just around the comer (well, maybe a block away!) and it’s a good 
time to think about some idea for the New Year. Here are some to ponder. 

For your patients - buy one or two good books for your waiting room - books that will 
help people better understand their health problems or cope with them. Take time to ask your 
patients if they are trying to make any changes to improve their health. Ask them what help 
they would like from you in this process. 

For your family - set aside 10 minutes a day to talk to your spouse about something other 
than routines and obligations. Write or call a relative with whom you have been out of touch. 

For yourself - savor the good things going on in your life right now. In the New Year, 
be good to yourself, you deserve it. 

*** 

I’d like to send a holiday greeting card to every member of the Society but the time 
involved and the economics of it are a combination I don’t feel I can handle at this time. 

I am a Christmas-depressive. It has only been in the last couple of years that I have been 
able to get through the holidays without becoming deeply depressed. Apparently the 
depression is a direct result of a childhood holiday trauma. It has always been painfully 
difficult for me to get through the Christmas holiday season but an understanding family and 
a few very understanding friends have been a great help. If I don’t seem to be all Ho-Ho! and 
Happy Holiday! when we meet, it’s not a “Scrooge” complex, it’s just a painful time for me. 

For you, I hope it is the best of times and that you get every thing you want and nothing 
you deserve for the holidays, be yours Hanukkah or Christmas. 
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HAPPY 

BIRTHDAY 




Get your annual check-up • Is it time to renew your driver's license? a. 



Dec. 16 

Dec. 24 

Jan. 5 

S. M. Varolsky 

N. A. Pappas 

R. W. Jackson 

A. R. Dziadska 

Dec. 25 

E. U. Krishnan 

Dec. 17 

R. D. Murray 

Jan. 6 

D. B. Brown 


S. C. El Hayek 

C. A. Crans 

Dec. 26 

M. Guthikonda 

S. Dubos 

E. S. Dickstein 

L. A. Woods 

Dec. 18 

Dec. 29 

Jan. 7 

J. M. Kline 

A. P. Mirasol 

G. A. Georgopoulos 

J. Hong 

D. J. Dunch 

Dec. 31 

Jan. 9 

Dec. 19 

A. T. Gestosani 

N. J. Hazelbaker 

L. P. Caccamo 

Jan. 1 

Jan. 10 

T. L. Cohen 

D. E. Lee 

R. Albarran 

D. J. Dallis 

V. K. Sethi 

S. Cuddapah 

S. R. Zoss 


H. J. Hassel 


Jan. 2 

D. T. Yoder 

Dec. 20 

N. C. Domingo 


E. M. Webster 

D. W. Handel 

Jan. 12 

J. N. Kvale 

W. T. Martin 

M. R. R. Bhatti 


T. M. Robb 

H. Huang 

Dec. 21 

R. R. Sambandham 

A. S. Nagpaul 

C. S.Peabody 

Jan. 3 

D. Van Rees 

Dec. 22 

S. R. Weiss 

Jan. 13 

J. S. Venglarcick IH 


Y. V. Ginde 

Dec. 23 


Jan.15 

A. E. Rappoport 


W. H. Bunn Jr. 

S. K. Seth 


OH! ISAY!! 

Quote of the month: “One of the best ways to measure people is to watch the way they 
behave when something is offered free”. 

Ann Landers 

*** 

Success is the act of getting what you want. Happiness results from accepting what you 

get. 

Our research department informs us that in the days of Queen Elizabeth I, some of her 
ladies-in-wating liked to curl up with a good book, while others were satisfied with one or 
two pages. 
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LISTEN. 

PIE Mutual doesn’t skip a beat when it comes to medical malprac¬ 
tice insurance. PIE Mutual offers the broadest forms of competi¬ 
tively priced medical professional liability coverage available at 
substantial premium savings and with high limits. 

PIE Mutual is the only medical professional liability insurer in Ohio 
owned and governed by its member-physicians. 

Medical malpractice insurance from PIE Mutual - it can keep your 
professional practice from skipping a beat. 

i 

To find out if you qualify as a PIE Mutual preferred risk physician, 
return the coupon below or call our Mahoning Valley representative: 


THE 


rumco 

INSURANCE AGENCY INC. 


John Fox 

198 Chestnut Ave., N.E. 
P.O. Box 992 
Warren, OH 44482 
(216) 392-6666 


I'd like more information about qualifying for medical professional liability- 
coverage as a PIE Mutual preferred risk physician. 

Name__ 

Address _ 


Telephone ( )_ 

Present Coverage Expires 


Specialty 


Carrier 


Current Limits: □ $200/600,000 □ 1M Excess □ Other 


Mutual 

Inmrance nH 

Company M J 

rr^ 


PIE MUTUAL INSURANCE COMPANY 
100 Erieview Plaza 
Fifteenth Floor 
Cleveland. OH 44114 
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SOCIETY MEMBERS HEAR ATTORNEY 

An in-depth and piercing look at the way to deal with third party carriers and means to 
assure that some semblance of equity is attained by physicians in dealing with the carriers was 
presented by Ronald J. Waldheger, a member of the Cleveland law firm of McDonald, 
Hopkins and Hardy, L.P.A. Attorney Waldheger was accompanied by his fellow law firm 
member, John T. Mulligan. The meeting was held November 17 at Antone’s in McKay 
Court. 

The law firm has a special division that provides services for physicians and presents 
seminars about the multitude of circumstances that impact on the physicians’ practice of 
medicine. In his presentation. Attorney Waldheger touched on the formation of particular 
types of physician member organizations that can become negotiation instruments when 


dealing with third party carriers. A lively and diverse question and answer session followed 
the speaker’s presentation. 

Dr. G. Robert Barton, president, opened the meeting and, after amotion to dispense with 
the reading of the September minutes of the Society meeting, appointed Dr. Robert J. Brocker 
Sr. and Dr. GopalNigam as tellers for the annual nomination of officers and councilmembers. 
Those nominated will be presented to the members for selection in December. 

Those nominated were: 

President- H. S. Wang, M.D. 

Vice President- 

K. F. Wieneke, M.D. 

Secretary- 

K. J. Carter, M.D. 

Delegate 1992- 

L. E. Slusher, M.D. 

Alternate Delegate- 

B. S. Gordon, M.D. 

R. A. Memo, M.D. 

Council At Large- 

M. J. Lenhart, M.D. 

M. Guthikonda, M.D. 

A. D. Kasamias, M.D. 

S. C. El Hayek, M.D. 

R. J. Brocker Sr., M.D. 

J. G. Guju, M.D. 

Foundation Trustee- 

S. M. Kalavsky, M.D. 

J. G. Guju, M.D. 


Dr. Barton proposed the following members for Emeritus Membership: Dr. Robert A. 
Brown, Dr. Patrick B. Cestone, Dr. Henry Holden, Dr. Ikuo Maeda, Dr. Ernesto F. Sabado, 
Dr. Lewis K. Reed, Dr. Bernard Taylor, Dr. Joseph W. Tandatnick. They will be voted on 
at the December 15 meeting of the Society being held at the Moonraker Restaurant. 

The following applications for resident membership were presented: James Allen 
Black, M.D., Raul E. Parliticci, M.D. The applications were approved. 

The meeting was adjourned at 9:20 p.m, with many of the members remaining to ask 
questions of the speaker. 
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S. L. PERNI, M.D. 


5 


TH AVENUE 


RadioIogy&Ultrasound, Inc 


COMPLETE DIAGNOSTIC 
RADIOLOGICAL SERVICES 

X-Rays.Arthrograms, Intravenous Pyetograms 
Venograms and Voiding Cysto-urethrograms 

NUCLEAR MEDICINE 

One of the only out-patient faculties in the area 
to offer this needed service 

LOW DOSE MAMMOGRAPHY 

Includes self-breast examinations 

ULTRASOUND 

In-patient or Mobile services available 



We're located just 
minutes away from 
the heart of 
Youngstown Is medical 
and heath district. 


Right In the Heart 
Of Youngstown. 

1350 Fifth Avenue Suite 100 
Youngstown, Ohio 44504 
Phone (216) 746-1777 - 746-1770 
Hours: Mon., Tues., Wed., Fri., 8 - 4:30 p.m. 
Thurs., Sat., 8 - 12:30 p.m. 


Are Your Malpractice Premiums 

Too High? 



SPATH & ZIMMERMANN 

Agency Inc. 


A Spath & Zimmermann policy review 
could update your current policy for 
primary and excess coverage up to 
maximum limits and save considerable 
premium dollars in the process. More 
than 25 years experience provides Ohio 
physicians higher limit professional 
protection at the lowest possible rates. 
Call Spath & Zimmermann now for a 
no-obligation competitive guotation. 
You'll like what you hear. 

2 Summit Park Drive 
Suite 350 

Independence, Ohio 44131 

216/642-9191 
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WESTERN RESERVE CARE SYSTEM - C.M.E. 

Dec. 10, INTERNAL MEDICINE GRAND ROUNDS, “PolymyalgiaRheumatica/ 

Temporal Arteritis - Problems in Diagnosis” Ralph J. Rothenberg, M.D., Rheuma¬ 
tologist, Western Reserve Care System. 

Dec. 12, ANESTHESIOLOGY LECTURE SERIES, “Molecular Mechanisms of 
Anesthesia” Marc H. Uram, M.D., Associate Professor of Anesthesiology, 
NEOUCOM, Neurosurgical Anesthesiologist, Western Reserve Care System. 

Dec. 12, TUMOR CONFERENCE, Thomas F. Barrett, M.D., Moderator, Associate 
Professor of Radiology, NEOUCOM, Radiologist, Western Reserve Care System. 
Dec. 14, SPORTS MEDICINE LECTURE SERIES, “Ankle Problems”, Joseph I. 
Gonzalez, M.D., Instructor in Orthopedics, NEOUCOM, Orthopedic Surgeon, 
Western Reserve Care System. 

Dec. 17, INTERNAL MEDICINE GRAND ROUNDS, “Hypertension in Blacks”, Elijah 
Saunders, M.D., Associate Professor of Medicine, Head, Hypertension Division, 
University of Maryland Hospital and School of Medicine. 

Dec. 19, TUMOR CONFERENCE, Fernando A. Carbonell, M.D., Moderator, Assistant 
Professor of Surgery, NEOUCOM, Head and Neck Surgeon, Western Reserve Care 
System. 

Jan. 7, ALL DIVISIONS - SURGERY, “Management of the Bum Patient”, Harvey 
Slater, M.D., Director, Bum Unit, Vice Chairman, Department of Surgery, The 
Western Pennsylvania Hospital, Pittsburgh, Pennsylvania. 

Jan. 9, ANESTHESIOLOGY LECTURE SERIES, “Malignant Hyperpyrexia”, Veeraiah 
C. Pemi, M.D., Assistant Professor of Anesthesiology, NEOUCOM Chairman, 
Department of Anesthesiology, Western Reserve Care System. 

Jan. 9, TUMOR CONFERENCE, Robert Piroli, M.D., Radiotherapist, Department of 
Radiation Oncology, Western Reserve Care System. 

AND THE QUESTION IS... 

The telephone rang at the nursing station and one of the nurses answered. “How is Mr. 
John Smith doing?” the caller asked. 

“Mr. Smith is doing fine,” answered the nurse,'Jn fact the doctor says he probably will 
go home tomorrow. May I tell him who inquired?” 

“This is John Smith,” came the reply. “The doctor won’t tell me anything!” 

**** 

A man with an upper respiratory problem went to the doctor for treatment. The 
physician, an amateur detective, completed his examination and declared, “I think you are 
a musician and that you play a wind instrument.” 

“That’s amazing, “ said the patient. “How did you know that?” 

“Very elementary,” responded the physician. “There has been a distinct straining of the 
lungs, and the larynx is inflamed, as though by abnormal pressure. By the way, what 
instrument do you play?” 

“The accordion,” came the reply. 
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— ~3n yYJem oriam 

JOSEPH J. WASILKO, M.D. 

1906 - 1987 

Dr. Joseph J. Wasilko, 81, died November 25, 1987 in St. Elizabeth Hospital Medical 
Center following a two-year illness. He was a general surgeon. 

Dr. Wasilko was bom in Sharpsville, Pennsylvania, where he went to elementary and 
secondary school. He received his undergraduate degree from Gettysburg College and his 
medical degree from Western Reserve University in Cleveland. He interned and served his 
residency at St. Elizabeth Hospital where he was a staff member while in practice. He had 
an office in the Dollar Bank building downtown for 50 years. In 1984, Dr. Wasilko received 
his “Fifty Years In Medicine” award from the Ohio State Medical Association. 

He was a member of the local Medical Society, OSMA and the American Medical 
Association. He served in the U.S. Army Medical Corps during World War H. He was a 
member of St. Edward Church, the American College of Abdominal Surgeons, Youngstown 
Country Club, the Youngstown Club, and the Deerfield (Fla.) Country Club. 


Mi r 


READY Ww > - v 
FOR A CHANGE^lfa 
OF PACE? “ 

The Air Force has openings for 
Physician Specialists, You can enjoy better 
working hours, 30 days of vacation with pay 
each year and a unique and enjoyable 
life-style for you and your family while serving 
your country. Ask a health professions recruiter 
about our outstanding pay and benefits 
package. Call 

Capt. Thomas Delaney 
(216) 826-4510 
Collect 
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In ten years your 
malpractice carrier may 
oe just a memory. 



Unless it’s Medical Protective. 

The most important thing an insurance company 
sells is its promise to be here when you need help. 
Unfortunately, that’s a promise that’s easy to make, 
but hard to keep. 

When you consider liability insurance, remember 
this. A company that’s survived tough times 
before is more likely to come through a crisis 
period. And no company has weathered more of 
the industry’s tough times than The Medical 
Protective Company because we pioneered profes¬ 
sional liability coverage nearly-a century ago. 


For more information contact your Medical 
Protective Company general agent. He’ll be here 
when you need him. 


<i»pt 

Robert Dowdy, Edward J. Kupcho 
Suite 111, 1 Commerce Park Square, 23200 Chagrin Blvd. 
Beachwood, OH 44122, (216) 464-9950 
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FOR ADULT 

BLADDER CONTROL PROBLEMS 

A total system of products assuring dryness, 
comfort, security and dignity 


Disposable briefs with double 
tape tabs. All sizes. 


Washable stretch-mesh briefs 
with disposable liners. All 
sizes. 


Disposable Chux underpads 
for nighttime use or bedridden 
patients. Sizes 17 x 24 and 
23 x 36. 


Male slip-on catheter with 
extension tubing and leg bag. 
Nighttime bed bag system also 
available. 


patient 

TuSare center 


medical equipment 
--^ & supplies 

1821 BELMONT AVE/746-8871 


1987 





262 


BULLETIN 


FiumthzBufkUn, 

FIFTY YEARS AGO DECEMBER 1937 

The front cover of the December issue was all done up in red and green with holly 
garland around the border. Paul H. Fuzy was the outgoing president who congratulated the 
members for their support of the business and scientific endeavors of the Society. There was 
no trouble getting the members out in the good old days”. 

FORTY YEARS AGO DECEMBER 1947 

The nursing shortage was critical and Dr. F.S. Coombs stated editorially that the point 
had been readhed where the nurses had too many duties and that something should be done 
to relieve them of clerical and non-professional work. Evidently he made his point for now 
we see so many ward clerks, aides, practical and students around the desk that it takes a 
strong man to wade through them. 

New members that month were Francis George Kravec, Alexander K. Phillips, Sidney 
C. Keyes, Arthur E. Rappoport, Robert J. Heaver and Vincent G. German. 

THIRTY YEARS AGO DECEMBER 1957 

President Ondash reported a year of great progress: The Helath amendment to the 
Youngstown City charter was passed, giving us a Board of Health with full time Health 
Commissioner. The Polio Committee put the “coup de grace” on that killer of children. The 
Constitution Committee put through the first complete revision of our constitution in twenty 
years. The Diabetes Committee turned up twenty-four unknown cases during Diabetes 
Week. 

John McDonough headed the Public Helath Committee that put through the charter 
amendment. J. J. Sofr anec and James Birch did the polio job. S idney Franklin steered through 
the constitutional revision. Morris Rosenblum capably handled the Diabetes Detection 
week. 

Editor Pichette said that Social Security for doctors is no bargain; it is a hoax. 

TWENTY YEARS AGO DECEMBER 1967 

December is the time for looking back over the years’ events. President Harold Reese 
wrote: “Who, last December, would have dared to predict what the following months had in 
store for us? Such things as hospitals having to contend with strikes by professional 
employees and by non-professional workers. Unhappiness of doctors with hospital admini¬ 
stration and of hospital administration with doctors. Everyone unhappy with himself and 
with everyone else. Eli Saadi wrote: “Unless each one of us has the spark of action in his 
soul, nothing will ever be accomplished or changed.” Maybe events don’t change; they just 
go in ten-year cycles. 

New members that month were: Dr. Barry Decker and Dr. Wm.T. Martin. Hotel Ohio 
was advertising a gala Buffet Dinner every Thursday and Sunday for $2.95. 

TEN YEARS AGO DECEMBER 1977 

Strikes and labor disputes were still the topic of discussion, ten years later. Editor A. 
Reed Hofmaster wrote; It is obvious that we are practicing medicine in a community whose 
health care is all too frequently disrupted by work stoppages.” 

Outgoing President J.James Anderson presented a plaque of appreciation to Leonard 
Caccamo for his years of effort in bringing a medical school to the Youngstown area. Dr. 
Caccamo recieved a standing ovation. 
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New members that month were: Active: J.P. Cleary, M.D., R.J. Cuttica, M.D., A.G. 
Garg, M .D., J.M. Kline, D.O., BruceMirvis, M.D., Associate: Nadar Afrooz, M.D., J.K. Bal. 
M.D., T.S. Bal, M.D., R.W. Colla, M.D., Abdul Ghani. M.D., G.A. Mihok, D.O., S .K. Mishr, 
M.d'! G.H. Prochnow, M.D..T.E. Ragland, D.O., V.A. Raval, M.D..T.R. Rhee, M.D., Usha 

Sethi, M.D., H.W. Sharp, D.O., S. Silberstein, M.D. 

Robert R. Fisher, M.D. 


CPT & HCPCS CODING 

Medical Administration Publications has announced the release of the first textbook on 
CPT and HCPCS Coding. Authored by Gary Knaus, one of the nation's leading authorities 
on physician reimbursement, the text focuses on teaching physicians and staff how to code 
to achieve optimal reimbursement. A widerange of topics are covered in the book including: 
modifiers, consultations, levels of service, HCPCS vs. CPT coding, techniques for optimiz¬ 
ing reimbursements, medicine, and surgery coding, and much more. The text is recom¬ 
mended for beginning as well as advanced coders and contains more than 190 coding 
problems with solutions. Copies of CPT AND HCPCS CODING FOR OPTIMAL REIM¬ 
BURSEMENT can be ordered from: M.A.P., P. O. Box 9268, Downers Grove IL 60515, 
(312) 963-0007. The cost of $39.95 includes shipping and handling. 



e Eastpr 

Seals 

u® 


The Power 
To Overcome 


With Quality 
Rehabilitation 



A TOTAL REHABILITATION TREATMENT TEAM 


PROVIDING 

★ Physical Therapy 

★ Occupational Therapy 

★ Speech Therapy 

SPECIALIZED PROGRAMS IN 

★ Alzheimer’s Day Care & Respite Care 

★ Low Back Pain 

★ Hand Therapy 

★ Children with Special Needs 

★ Traumatic Brain Injuries 

★ MR/DD Respite Care 


The Easter Seal Society provides direct 
rehabilitation services to individuals of all 
ages with physical, neurological, and 
communication disabilities. 


MAHONING COUNTY 

J Ford Crandall 
Rehabilitation Center 
299 Edwards Street 
Youngstown. Ohio 44502 
(216) 743-1168 


TRUMBULL COUNTY 

2577 Shenley Avenue. N E 
Warren. Ohio 44483 
(216) 372-4599 


COLUMBIANA COUNTY 

Salem 

Community Hospital 
1995 E State Street 
Salem. Ohio 44460 
(216) 332-7119 
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YOUNGSTOWN HEARING AND 
SPEECH CENTER 

We Help Children and Adults 
Who Have Difficulty 

Learning, Speaking and Hearing 

CALL US IF WE CAN BE OF SERVICE 

6505 MARKET STREET 
YOUNGSTOWN, OHIO 44512 

( 216 ) 726-8855 


^northern hills 

*—» real estate /management, Inc. 

_4505 Logan Way, Youngstown, Ohio 44505 


Beth Bacani, Realtor 




Off. 759-0222 
Res. 759-2517 


American Stay Current with 

soafr?® ACS Professional Education Materials 

These free booklets and more are available from the American Cancer Society. 
Call 788-5048 or check the Professional Education Office at your hospital. 

The Evolving Role of Radiation Osteosarcoma: Fifteen Years Later. 3454 PE 

Therapy in the Management of Ovarian Cancer 3458 PE 

Colorectal Cancer.3463 PE ( » rostate Cancer: An Update. . . . . . 3460 PE 

Gastric Cancer.3307 PE 

Helping Your Patients Deal with 

Questionable Cancer Treatments .3461 PE 

This Message Sponsored by Barrett Cadillac • Jeep • Eagle 
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CME AT ST. ELIZABETH HOSPITAL 

Dec. 18, NUTRITION “Nutritional Support for the Critically Ill” Richard J. Artdrassy, 
M.D., University of Texas, Health Sciences Center, Houston. 

Dec. 25, CHRISTMAS- NO PROGRAM SCHEDULED. 

Jan. 1, NEW YEAR’S-NO PROGRAM SCHEDULED. 

Jan. 8, CARDIOVASCULAR SURGERY, Speaker to be announced. 

Jan. 15, ONCOLOGY, “Pain Management in Advanced Cancer”, Michael Levy, M.D., 
Assistant Professor of Medicine, Temple University School of Medicine. 


M. Maurine Fogarty, M.S., C.C.C. 


Joy W. Elder, M.A. 


Speech Pathology Associates 

Licensed Speech-Language Voice Pathologists 
Certified Myofunctional Therapists 

We accept medicare / medicaid / GM insurance / most other insurance. 


Office: (216) 759-3636 
Hosp. Off.: (216) 744-9224 
Res.: (216) 747-2683 


32 Goldie Road 
Suite #5 

Youngstoun, OHio 44505 
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Consider the 
causative organisms... 



250-mg Pulvules t.i.d. 

offers effectiveness against 
the major causes of bacterial bronchitis 

Haemophilus influenzae and Streptococcus pneumoniae 

(ampicillin-susceptible and ampicillin-resistant) 

Wofe. Ceclor is contraindie^ed in patients Penicillin is the usual drug of choice in the 
with known allergy to the cephalosporins treatment and prevention of streptococcal 
and should be given cautiously to penicil- infections, including the prophylaxis of rheu- 
lin-allergic patients. matic fever. See prescribing information. 
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CeclOr” (cefaclor) 

Summary. Consult Ihe package literature lor prescribing 
information. 

Indication: l nwer respiratory infections , including pneu¬ 
monia caused by Streptococcus pneumoniae, Haemophilus 
influenzae, and Streptococcus pyogenes (group A /3-hemo¬ 
lytic streptococci). 

Contraindication: 

Known allergy to cephalosporins. 

Warnings: 

CECLOR SHOULD BE ADMINISTERED CAUTIOUSLY TO PENICILLIN-SENSI¬ 
TIVE PATIENTS. PENICILLINS AND CEPHALOSPORINS SHOW PARTIAL 
CROSS-ALLERGENICITY. POSSIBLE REACTIONS INCLUDE ANAPHYLAXIS. 
Administer cautiously to allergic patients. 

Pseudomembranous colitis has been reported with virtually 
all broad-spectrum antibiotics. It must be considered in differ¬ 
ential diagnosis of antibiotic-associated diarrhea. Colon flora 
is altered by broad-spectrum antibiotic treatment, possibly 
resulting in antibiotic-associated colitis. 

Precautions: 

• Discontinue Ceclor in the event of allergic reactions to it. 

• Prolonged use may result in overgrowth of nonsusceptible 
organisms. 

• Positive direct Coombs’ tests have been reported during 
treatment with cephalosporins. 

• Ceclor should be administered with caution in the presence of 
markedly impaired renal function. Although dosage adjust¬ 
ments in moderate to severe renal impairment are usually not 
required, careful clinical observation and laboratory studies 
should be made. 

• Broad-spectrum antibiotics should be prescribed with cau¬ 
tion in individuals with a history of gastrointestinal disease, 
particularly colitis. 

• Safety and effectiveness have not been determined in preg¬ 
nancy, lactation, and infants less than one month old. Ceclor 
penetrates mother’s milk. Exercise caution in prescribing for 
these patients. 

Adverse Reactions: (percentage of patients) 

Therapy-related adverse reactions are uncommon. Those 
reported include: 

• Gastrointestinal (mostly diarrhea): 2.5%. 

• Symptoms of pseudomembranous colitis may appear either 
during or after antibiotic treatment. 

• Hypersensitivity reactions (including morbilliform eruptions, 
pruritus, urticaria, and serum-sickness-like reactions that 
have included erythema multiforme [rarely, Stevens-Johnson 
syndrome] or the above skin manifestations accompanied by 
arthritis/arthralgia and, frequently, fever): 1.5%; usually sub¬ 
side within a few days after cessation of therapy. Serum-sick- 
ness-like reactions have been reported more frequently in 
children than in adults and have usually occurred during or 
following a second course of therapy with Ceclor. No serious 
sequelae have been reported. Antihistamines and corticoster¬ 
oids appear to enhance resolution of the syndrome. 

• Cases of anaphylaxis have been reported, half of which have 
occurred in patients with a history of penicillin allergy. 

• As with some penicillins and some other cephalosporins, 
transient hepatitis and cholestatic jaundice have been reported 
rarely. 

• Rarely, reversible hyperactivity, nervousness, insomnia, con¬ 
fusion, hypertonia, dizziness, and somnolence have been 
reported. 

• Other: eosinophilia, 2%; genital pruritus or vaginitis, less 
than 1%; and, rarely, thrombocytopenia. 

Abnormalities in laboratory results of uncertain etiolo gy 

• Slight elevations in hepatic enzymes. 

• Transient fluctuations in leukocyte count (especially in 
infants and children). 

• Abnormal urinalysis; elevations in BUN or serum creatinine. 

• Positive direct Coombs’ test. 

• False-positive tests for urinary glucose with Benedict's or 

Fehling’s solution and Clinitest® tablets but not with Tes-Tape® 
(glucose enzymatic test strip, Lilly). [061787L] 

PA 0709 AMP 

©1987, ELI LILLY AND COMPANY CR-5006-B-849319 

Additional information available to the 
profession on request from Eli Lilly and 
Company, Indianapolis, Indiana 46285. 

Eli Lilly Industries, Inc 

Carolina, Puerto Rico 00630 


Classified Advertising 

OFFICE SPACE 

Office space available immediately. Excellent 
location: Boardman - Canfield area, off Rl 224/ 
Tippecanoe, 1200 sq. ft., perfect for dentist, 
physician or business office. For information 
call: Dr. Domingo (216) 533-1134 or 533-1135. 
3821 Starr Centre Drive, Canfield, OH 44406. tf 

XERORADIOGRAPHIC 

MAMMOGRAPHY 

System 125 - Excellent condition and images - 
single owner - private office. Always under full 
service maintenance contract - used by trained 
technologists - reasonable price. (513)221-1436 
Jn3t 

FOR SALE 

Impedance audiometer, cryo-surgery cautery 
(OB/GYN, ENT, Etc.), Cameron cautery, oral 
laryngoscope Hopkins magnified-ENTTntemal 
Medicine, portable audiometer X2. For details, 
call Medical Society at 747-4956. tf 

NEW SERVICE 

MED - DENT TEMPORARIES. This service 
will specialize in providing personalized profes¬ 
sional temporary help in your medical office for 
Medical Assistants or Medical Secretaries. Call 
Betty Saunders, phone 757-9461. fit 

FOR RENT 

Medical office available for rent. 2111 Belmont 
Avenue, Youngstown, Ohio 44504. Call (216) 
747-5041 

OFFICE SPACE AVAILABLE 

Ford Park Medi-Center, 333 Park Avenue, ap¬ 
proximately 1,270 square feet. Ideal location, 1 
block from St. Elizabeth Hospital. Rent includes 
all utilities, janitorial service, snow removal. 
Please contact Tom Friedman. 746-8895 

OFFICE SPACE AVAILABLE 

Medical or Dental office space available for rent. 
624 Youngstown-Poland Rd., Struthers, OH. 
Call: (216) 755-1495. tf 
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For complete details please telephone your 

Medical-Dental 
Bureau, Inc. 

901 Home Savings & Loan Bldg. 

275 Federal Plaza West 
Youngstown, Ohio 44503 

(216) 744-4040 


Judy Bloomberg, Manager 



